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About Us : 


Optimum Vision is an electromechanical contracting company 
specializing in the design, installation, maintenance and compati- 
bility of central air conditioning and very low current systems. We 
have more than 70 years of accumulated experience in this field 
through our projects in more than 5 different countries and we 


work differently with all successful people through design, testing 
and operation. After studies, research, and visits to international 
centers in Europe and America, we launched the latest expertise 
in this field. 


For our facility to be a pioneer in providing the latest technologies 
in central air conditioning, low current and safety systems, 
developing its services in cooperation with all workers in this 
sector, raising the level of services for customers and educating the 
consumer in choosing products. We are also distinguished by some 
precise specializations by attracting specialized expertise in facto- 
ries and major establishments. 


We strongly believe that quality service is determined by 
the positive attitude and dedication of our company's people. 
So we strive to provide :- 


: To ensure excellence in the service, 
solution and function we provide. 


: to increase efficiency and effectiveness by using 
the best technologies. 


: devoting all our efforts and skills to distinguish ourselves 
among companies 
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Services 


Providing Electrical and Mechanical Engineering and Installation Services 


at the Highest Level of Professionalism and Quality. 


Clients from all sectors use our trusted engineering services to achieve 
their targets with confidence . 


= Commercial buildings E Infrastructure 
- Residential Buildings - A Government buildings 
- A Hospitality Projects - Airports 
- Industrial Projects - Seaports 
- Warehouses - Power plants 
E Cold storages - Water treatment plants 
- High rise buildings - A Sports complexes 
- Medical buildings 

E p — a 
-HVAC Systems -Lighting Systems -Communication Systems 
-Sewer Systems -Power Systems -Lighting Control Systems 
-Domestic water Systems -Power Generation -Automation Systems 
-Fire Protection Systems -Transformers -Security Systems 
-Irrigation Systems -Substations -MATV Systems 
-Pumping Stations -BMS 


-Water Treatment Systems 


Security systems 


TimeTec proudly presents the new paradigm shift in 
access control with the use of smartphone App for 
barrier gates entry. The TimeTec BLE-2 is designed 
to be an intermediary device between a smartphone 
App and a barrier gate controller to provide users 
with vehicle access convenience. Instead of users 
having to carry access cards, this installation uses 
your smartphone as credential by using Bluetooth 
Low Energy (BLE) technology to get encrypted 
access activities of the barrier gates in real time for 

0 transparency and extra security. The TimeTec BLE-2 
م‎ Ë = is paired with 

did TimeTec Security App to only allow entries and exits 
of authorized personnel vehicles into and from an 
area. 


Camera 


TimeTec proudly presents the brand new paradigm 
shift in access control technology that frees all doors 
from visible devices. Install BLE-2 and standard door 
access accessories concealed from sight, and you can 
now access your doors just by using your smart- 
phone from the installed i-TimeTec App. The Time- 
Tec Smart Door system provides you with the conve- 
nience of unlocking your doors through your smart- 
phone as your credential by using Bluetooth Low 
Energy (BLE) technology, and gets all the encrypted 
access activities of the door in real-time for transpar- 
ency and extra security. It turns your smartphone 
into a smart key, fast and affordably. TimeTec BLE-2 
is easily installed without having to modify the exist- 
ing door lock. 


tim elec 


Security systems 


Security Cameras 


- IP System 


- Wireless System 


- Solar camera system 


Security systems 


biometric verification terminal that uses face, card and 
fingerprint technology in one single system. 

User only needs to look at the camera and get his 
verification done in split seconds. 

Fingerprint, card, and password are the other credential 
options available . 

If you require a contactless and effective biometrics 
solution, We choose for you FingerTec. 


Confirmed. It's me. 


Security systems 


A private branch exchange (PBX) is a telephone system 
within an enterprise that switches calls between users 
on local lines, while enabling all users to share a certain 
number of external phone lines. In contrast to a public 

switched telephone network, the main purpose of a PBX j 
is to save the cost of requiring a line for each 

user to the telephone company's central office. 


An Audio/ Video Intercom System allows you to see 
and hear an individual before granting access. It can 
be used as an initial or secondary level of Access 
Control. A common example of an Audio/ Video 
Intercom System would be the monitoring of an 
entrance at a commercial property. 


Rem HIKVISION 


The best PA audio equipment made in China using 
newest knowledge and technology. Due to large capital 
expenditures, especially in R&D area, ITC products are 
best quality, very advanced in technology and gave 

the possibility of building modern audio systems. 


A computer network is a system that connects 
two or more computing devices for 
transmitting and sharing information. 
Computing devices include everything from a 
mobile phone to a server. These devices are 
connected using physical wires such as fiber 
optics, but they can also be wireless. 


We provide you the state of the art of Smart Home 
technology that enable you to monitor and control 
your smart home devices such as front smart door 
lock, smart lighting, smart security camera system, 
smart universal IR remote control for TVs and air 
conditions, smart curtains or smart shutters switches, 
smart led and bulb for entertainment systems, and 
appliances. It may also include smart house security 
such as smart access control and automated alarm systems. 


Security systems 


included all types of cabinets which uses outdoor and indoor, 

all types of Cable with the highest performance in mind, 

ensuring an outstanding transmission, network and electrical performance, 
specially , All types of Switches with Cyber Security Features, 

Dual Redundant DC Power Inputs , 

Security Management Platform and all Audio Systems. 


Fire fighting systems 


Wet System 


TOTALPACY 


These are the simplest and most common type of 
sprinkler system installation. They involve relatively 
few components. A wet system provides fixed fire 
protection. It uses pipes that are always filled with 
pressurized water from a dependable source. During 
a fire, water is continuously discharged through 
sprinklers located directly over and close to the fire 
area. The fire is detected using closed, heat-sensitive 
automatic sprinklers. These are spaced out according 
to recognized installation standards. When activated, 
the sprinklers distribute the water over a specific 
area to control or extinguish the fire. This precise 
approach to extinguishment minimizes water 
damage. 

Applications: 

-Residential Occupancies -Commercial Establish- 

ments 

-Warehouses / Factories -Schools / Institutions 
-Production Facilities -Community Centers 


A dry-pipe system utilizes water as an extinguishing 
agent. Pipes run from the dry pipe valve, a remote 
valve located in a heated space, to the automatic 
fusible sprinklers. The pipes are filled with 
pressurized air or nitrogen. Dry pipe systems are 
used in cold areas where the water would freeze, 
partially or entirely, if kept in the pipes. The air in the 
pipes keeps the dry pipe valve in the closed position. 
The dry-pipe valve prevents water from entering the 
pipes until a fire causes one or more of the sprinklers 
to operate. Once this happens, the air escapes and 
the dry pipe valve opens. Water then enters the pipe, 
flowing through the open sprinklers and onto the 
fire. 

Applications: 

-Valuable Artifacts -Aircraft Hangars 

-High-Hazard Installations -Computer Rooms 

-Libraries -Archives -Refrigerated Spaces 


Fire fighting systems 


These are fixed fire protection systems in which the 
pipe system remains empty until a valve, termed the 
deluge valve, opens in response to a fire. This 
releases pressurized water from open nozzles or 
sprinklers. Deluge systems are more complex than 
wet and dry pipe systems. Depending on its 
configuration, a deluge system can be activated 
hydraulically, pneumatically, electrically, manually, or 
by any combination of these means. But, in all cases, 
the deluge valve itself is activated hydraulically. 
When a detection device is activated, the deluge 
valve open sand water flows into the piping system. 
The water is discharged through all spray nozzles or 
sprinklers simultaneously. 

Applications: 

-Power Plants -Aircraft Hangars 

-Chemical Processing Facilities -Paints Storage 

-Fuel Storage Tanks -Gaseous Liquid Storage Facili- 

ties 


A foam-water system is composed of a special system 
of pipes connected to a source of foam concentrate 
and a water supply. The system uses appropriate 
discharge devices to control and/or extinguish fires 
which require a smothering and cooling agent. The 
piping system is connected to the water supply by a 
control valve. The valve is opened when automatic 
detection equipment, located in the same area, detect 
a fire. Foam-water systems are designed to distribute 
a foam-water solution onto a specific hazard area. 
Upon exhaustion of its foam concentrate supply, the 
system releases water until it is shut off manually. 
Some flammable products may require different 
types of foam. 

Applications: 

-Extraction plants -Flammable Liquid Storage 

-Refineries -Aircraft Hangars -Marine Applications 
-Heliports -Jet Engine Test Facilities 


Fire fighting systems 
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Carbondioxide was the first gas to be used as a fire 
extinguishing agent. It is a chemically-inert, electri- 
cally non-conductive and odorless gas. A 
Carbondioxide system includes detectors, a control 
unit, agent storage cylinders, piping and discharge 
nozzles. Carbondioxide extinguishes fires by 
reducing Oxygen levels to stop combustion. Carbon- 
dioxide systems have three settings: They can 
completely flood hazard areas (for unoccupied 
areas), protect processing and machinery areas, or 
be manually operable as a hand-hose system in 
emergency situations. In each of these cases, the 
duration and rate of agent discharge are customized. 


Applications: 

-Combustible Liquids -Liquefied Gases 
-Electrical Equipment -Smoldering Fires 
-Power generation -Cable Tunnels 
-Transformers 


FM-200@® is an industry-leading, eco-friendly, 
gas-based fire suppression system. It offers a 
halon-free alternative to the ozone-depleting Halon 
1301. It is among the fastest fire protection systems 
available: It can extinguish chemical and electrical 
fires in under 10 seconds. FM-200 systems limit 
damage, lower repair costs, and reduce downtime 
and, most importantly, increase personnel and 
property safety. The FM-200 agent is stored in liquid 
form in cylinders. It is pressurized with nitrogen, 
thus greatly reducing storage space. Therefore, the 
FM-200 is suitable for applications where space is 
limited. 


Applications: 


-Data Processing Centers -Server Rooms 
-Telephone Switches -Process Control Rooms 
-Museums -Sophisticated Electronic Equipment 
-Hospitals 


Fire fighting systems 
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COMPONENTS 


Clean , Fast , Reliable , compact fire suppression 
System , fire Limiter is Pyronics' clean agent fire 
suppression solution for Confined Spaces and 
Cabinets , the system comes in a Direct Release 
mechanism which utilizes a detection tube that is 
run through the protected area and acts as both the 
delection and delivery system for the agent. 


Applications: 


- Electrical Panels 


In a storage tank fire protection system, fixed 
discharge devices are installed around the hazard. 
The discharge devices connect to pipes, which 
terminate a control valve, safe distance away from 
the hazard- normally outside a dike wall and the 
control valve is connected to main fire water line. 
The type of extinguishing agent to use is determined 
by the nature of the hazard. If engineered, installed 
and maintained correctly, a tank protection system 
will work reliably for many years. The system can be 
fixed or semi-fixed, depending on its location, 
intended application, and the type of the storage 
tank. 


Applications: 


-Liquefied Gas Storage Tanks -Oil Storage Tanks 
-Hazardous Chemical Tanks -Fuel Storage Tanks 
-Flammable Liquid Storage Tanks 

-Industrial Processing Vessels -LPG Storage Facilities 


Fire fighting systems 


A water mist fire suppression system uses a fine mist 
to extinguish fires quickly. This system releases less 
water than a traditional wet sprinkler system does. 
The use of water means that the mist system is safe 
and non-toxic for both humans and the environment. 
A water mist system is suitable in any setting where 
water use must be limited. Water mist systems have 
3 classes: class I refers to the range between 100 and 
200 um, class II to 200-400 um and class III to 
400-1000 um. Fire control and suppression by Water 
Mist is strongly related to the interaction between 
the sprayed flow and flames. 


Applications: 

-Machine Spaces -Diesel Generators 
-Power Plants -Gas Turbines 
-Museums -Highway Tunnels 
-Transportation 


The 3MTM NovecTM 1230 Fire Protection Fluid used 
by this system is a next-generation halon alternative. 
It balances performance, human safety and 
environmental concerns. The Novec 1230 fluid can 
be effectively utilized to control fires, flood fire areas, 
and suppress explosions. It can be used in manned 
spaces. Because its usage concentration is much 
lower than its No Observable Adverse Effects level 
(NOAEL), the Novec 1230 Fire Protection Fluid is one 
of the safest, most viable halon alternatives. It is an 
effective extinguishing agent because of its zero 
electrical conductivity. 


Applications: 


-Data Processing Centers -Server Rooms 
-Telephone Switches -Process Control Rooms 
-Museums -Marine Applications 

-Oil and Gas industry 


Fire fighting systems 


A kitchen hood fire suppression system is a pre-engi- 
neered system that uses a wet chemical agent, stored 
air pressure, fixed nozzles and a fixed agent distribu- 
tion network. The detection network, consisting of 
fusible links or detectors, automatically detects a fire. 
The system releases a low pH extinguishing agent. 
The agent travels through the hood and duct and 
onto the kitchen appliances. The agent distributes 
itself in the form of minute droplets, creating an 
insulating coat. This cuts off the oxygen supply to the 
source ofthe fire, preventing combustion from con- 
tinuing and thus stopping the fire. 


supplying Pump units comply with Local Authority 

Requirements, as well as NFPA - 20 Selection and 

Operation Procedures. Each pump undergoes required inspection, tests during the assembly 
process and records are logged for the same, before being delivered to our customers. 


Fire fighting systems 


GreenSol Aerosol is a unique and extremely effec- 
tive suppression agent 

which can be used in applications like electrical 
rooms 

(e.g. HV rooms,No break rooms, control rooms, 
warehousing), 

generator rooms and archives. 


GreenEx's GreenSol Offers The 
following exceptional advantag- 
es: 

UL-2775 Listed 


GreenSol suppression technology is based on the chemical 
reaction of solid energetic materials that generate, 

via the combustion process large amounts of a highly 
efficient, cost effective, powdered aerosol that acts 
chemically and physically on the fire to extinguish 

within seconds. 


Central air conditioning systems 


Our special team is well trained 
with a background of 18 years 
experience in the field of HVAC 
such as chillers plants, central cool- 
ing, Air ducts ,kitchen hoods fire 
smoke extraction etc... 


Water Supply & Drainage Systems 


Which comprise of huge pumps and tanks 
require large resources both in terms of 
equipment and multi-facet. 

Optimum Vision is definitely the ideal 
choice. In addition to the electrical needs 
of the plant, Optimum Vision provides 
complete plumbing stations. 
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Light and medium current systems 


Power stations and power distributions Optimum Vision 

also processes all the capabilities and resources in constructing 
power stations which can include generators, transformers and 
Auxiliary equipment according to customer's specifications and 
international standards. Our teams goes the extra step to build 
medium and low voltage distribution with stations complete 
with transmission lines set up that conform to international 
safety regulations. 
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Fire alarm systems 
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Conventional fire detection and alarm systems are 
suitable for the early detection of fires. They have 
very simple configurations. Due to their simplicity, 
conventional systems are most reliable and 
economical when used in small or medium-sized 
facilities. Conventional Systems are popular because 
they are user-friendly and easy to maintain. In its 
simplest configuration, a conventional system cannot 
pinpoint the exact location of a fire. However, a 
facility can be subdivided into definite areas or 
zones. For example, in a multistory building, each 
floor can represent a zone. Zoning allows the user to 
determine the specific location of the fire. 


Applications: 

-Residential Occupancies -Schools / Institutions 
-Banks / Business Centers -Community Centres 
-Warehouses / Factories -Libraries 
-Commercial Centres 


Addressable fire alarm systems can quickly detect 
fires and identify their exact location. They are also 
easy to maintain. An addressable system is a flexible 
one. It can be configured for use in medium or large 
facilities, and can aid evacuation plans. Every 
device/unit connected to the system has its own 
unique address. When a device detects a fire, the 
main control panel displays the address of that 
device. This informs the user of the exact location of 
the fire, so it can be quickly extinguished. The 
addressable system's ability to pinpoint the exact 
location of a fire saves valuable time and effort. 
Addressable system can be combined with fire fight- 
er telephone system. 

Applications: 

-Hospitals -Banks 

-Libraries -Data Centres 

-Museums -High Rise Buildings 

-Commercial Centres 


The door overhead light indicators come in 2 formats; 

a simple overhead light indicator with a single indicator LED 
and an advanced overhead light that comes packed with dual 
sided indicator LEDs, a built-in sounder, and a nurse presence 
confirmation button. Both indicators support 25 different colors 
according to the type of call request. 
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Aerosol Green -X & NOVEC1230 & 
F.H.C 


Aerosol Green -X 2 0‏ العاصمة الإدارية الجديدة 
العلمين الجد 
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UNIVERSITY or DAMMAM 


Address: 2/4 Anwar El-Mofty , Nasr City, Cairo 
Contact numbers: +202220750056,+201065459280 


Address: Abu Ubaida Bin Al-Jarrah Street, Al-Saada Dis- 
Contact numbers: 4966541162331, 4966591221957 


Info@Optimumvision.net 


www.Optimumvision.net 


